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E.O. 11652: N/A 
TAGS: TECH, JA 

SUBJECT: JAPANESE 5MW GEOTHERMAL PLANT 

1 . USING INFO FROM METZLER/BLOOM TELECON 10/22, SCICOUNS 
NOTIFIED TAKASHOMA OF MITI THAT GEOTHERMAL WORKING PARTY 
MEETING SCHEDULED FOR 10/27 HAD BEEN POSTPONED, AS WELL AS 

1 1/17 IEA MEETING. HE WAS ALSO ADVISED THAT ERDA ANTICIPATED 
MAKING DECISION BY 1 1/10; AS TO WHETHER WORKING PARTY MEETING 
WOULD BE NEEDED IN ANY EVENT, AFTER KUWADA HAD REVIEWED MITI 
DRAFT REPORT ON 5 MW PLANT. 

2. TAKASHIMA HAS ADVISED FUKUDA OF MITSUBISHI, OTHER 
JAPANESE DELEGATE TO WORKING PARTY MEETING, OF POSTPONEMENT. 
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Control Number: n/a 

Copy: SINGLE 
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Disposition Action: n/a 
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Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 16 AUG 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 AUG 2004 by cookms>; APPROVED <27 DEC 2004 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: JAPANESE 5MW GEOTHERMAL PLANT 
TAGS: TECH, JA 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



